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A: LIST 
DTC Display Content of diagnosis Reference 
Sensor Output Out of £3 tis SARUURT GOGOE <Ref. to BVC(diag)-17, DTC 11 SENSOR OUTPUT OUT OF 
11 R Sorbet RANGE, Diagnostic Procedure with Diagnostic Trouble Code 
ange output e (DTC).> 
BS ee ana te Aetna <Ref. to BVC(diag)-21, DTC 12 COMPARE ERROR IN OTHER 
12 ae booster relative pres- SENSOR, Diagnostic Procedure with Diagnostic Trouble Code 
ie (DTC).> 
Bre waeuunieohBor <Ref. to BVC(diag)-26, DTC 13 PRESSURE SENSOR OUT- 
13 Pressure Sensor Output seizite-malrinction PUT, Diagnostic Procedure with Diagnostic Trouble Code 
(DTC).> 
Mecreeny neal ee <Ref. to BVC(diag)-32, DTC 21 DISCREPANCY IN RELAYS 
21 (ON) pump relay and brake (ON), Diagnostic Procedure with Diagnostic Trouble Code 
vacuum pump. PIC 
seeaieeneey ee oe <Ref. to BVC(diag)-38, DTC 22 DISCREPANCY IN RELAYS 
22 (OFF) pump relay and brake (OFF), Diagnostic Procedure with Diagnostic Trouble Code 
vacuum pump. DIC} 
Malfunction in brake . 
23 Pump Continuous Work: | vacuunn pump. continll <Ref. to BVC(diag)-42, DTC 23 PUMP CONTINUOUS WORK, 
Suscdkieoror Diagnostic Procedure with Diagnostic Trouble Code (DTC).> 








BVC(diag)-16 





